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FOUNDERS  HALL 

Originally  built  in  1836.  Renovated  in  interior  in  1908.  Dormitory  for  Young  Women 

and  Dining  Hall. 


ARCHDALE  HALL 

Erected  in  1885.  Dormitory  for  Young  Men. 


Y.  M.  C.  A.  HALL 

Erected  in  1891.  Y.  M.  C.  A.  Room  and  Dormitory  for  Young  Men. 
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MEMORIAL  HALL 

Erected  in  1397.  Auditorium,  Offices  of  the  President  and  Dean,  Museum  and  Laboratories. 


Built  by  the  Girls’  Aid  Committee  of  North  Carolina  Yearly  Meeting  in  1907.  Dormitory  for 

Young  Women. 


THE  LIBRARY 


YEARLY  MEETING  HOUSE 

Erected  in  1912.  Used  for  religious  meetings  for  College  and  Neighborhood. 
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COX  HALL 

Built  in  1912.  Dormitory  for  Young  Men. 


